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wo LO LL... | “TLE ey BULLION deptsited atthe MINT ofthe UNITED STATES 
al Lhladlfhia, he ANG... day of: Wether, 1879, yb bs 


Nove.—This Memorandum is for the infornation of the Depositor, and is of no other value, 









Sriver Panren rRox THR GoD, | Davvcrioxe, 





| 
Fivenkss. || VALUE oF TIE GoLD, ver VALU 
- | ——— |! For Parting, “Colnag “0, and Ner Vatu, 


AFTER Ae, || FINENESS, VALE. “| Vine Bars, 
| 1h | 





etn C8, Dec. 1,000ths, || Dgllars, | Cts. “ponths, | Dollars, | (ts, ca | Dollars, Cts, || Dollars, (ts, | 
as ' | — | —_ 








ies f baal pe NG é a hae PP. Lay bY 






































~ Teertify that the net amount itof the above Deposit is .......... (OO Sa ! 


Payable at the Mint only on presentation of the reed eipt of a corresponding date and number heretofore issned. 
2 


A. LOUDON SNOWDEN ‘ 


Sv } ) 
Gold Coin if id ou Bie , Superintendent of the Mint. 


Gold Bars $4 
Silver Coin $+. 4g: AG. 


Silver Bars? 4. 


(RA, 6-13-7500] 





NARA RG104, Entry 1, Box 146 


[Abstract:] Inquires the reason for the difference of weight of metal before and after melting. 


Superintendent of U.S. Mint 
Philadelphia, Penn. 
June 3, 1887 


Esteemed Sir 


Please explain to me even at this lapse of time, not having previously noted the 
discrepancy between weight of metal before & after melting 7 oz 15 dec. I would state I was 
offered in my store by an expert more than $50.00 more than you sent me for same. 


Chs. Waldin 
Jeweler 
Burlington, Ia. 


NARA RG104, Entry 1, Box 146 


[Enclosed table: ] 


No. 1666 


Memorandum of Gold Bullion deposited at the Mint of the United States at Philadelphia, the 17 


day of December, 1879, by G.-C. Thompson Agt., Adams Ex. Co. 


Note — This Memorandum is for the information of the Depositor, and is of no other value. 


[Please note, table is split in two for reproduction: ] 






























































Description of Weight. Fineness. | Value of 
Bullion. the Gold. 

Before After 

Melting. Melting. 

Ounces. Dec. | Ounces. Dec. 1,000ths. | Dollars. Cts. 
Jewelry w. cases & 29 aS 22 60 184% 86 20 
silver 

wD 60 

7 15 
Silver Parted Deductions. Net Value. 
from the Gold. 
Fineness. Value. For Parting, Coinage, 

and Fine Bars. 

1000ths. Dollars. | Cts. Dollars. Cts. Dollars. Cts. 
770 19 29 85 104 64 
































I certify that the net amount of the above Deposit is One hundred and Four 64 Dollars. 
Payable at the Mint, only on presentation of the receipt of a corresponding date and number 


heretofore issued. 


A. Loudon Snowden, 


Superintendent of the Mint, 


By Jas. C. Elyster 


Gold Coin 
Gold Bars 

Silve Coin 
Silver Bars 


(Ed. 6-13-’79-500.) 


$ 85.35 
$ 

$ 19.29 
$. 
$104.64 





